CE-ATA Technical Errata 



Errata ID 

Protocol 019 

Affected Spec Ver. 

Protocol 1.1 

Corrected Spec Ver. 



Submission info 


Name 

Company 

Date 

Amber Huffman 

Intel 

11/28/2005 


Description of the specification technical flaw (add space as needed) 


The CE-ATA 1.1 specification development overlooked adding a version number allocation for 
this version. This erratum adds a bit that shows whether the device supports the CE-ATA 1.1 
revision. 


Description of the correction 


Word 80 in Figure 21 (the IDENTIFY DEVICE data structure) shall be modified as shown: 


Word 

O/M 

F/V 

Description 

80 

M 

F 

Major version number 

15 Set to 1 

14-3 Reserved (0) 

2 1 = supports CE-ATA version 1.1 

1 1 = supports CE-ATA version 1.0 

0 Set to 0 


Disposition log 


11/28/2005 Erratum captured 

1/12/2006 Erratum ratified 


Technical input submitted to the CE-A TA Workgroup is subject to the terms of the CE-A TA 
contributor’s agreement. 
























